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Erratum 


The following replaces Fig. 5, Bull. Nat. Hist. Mus. (Zool.) 58(1), p. 42. 





Fig. 5. Pharyngochromis acuticeps (Steind.) Adult male; S.L. 98.0 mm. Okavango system (RUSI 34974). Photographed by Paul Skelton and 
} R. Stobbs. 


